ST.  JOSEPH'S  CHURCH 
Newton  Falls,  Ohio 

DIRECTIONS  TO  ST.  JOSEPH'S  CHURCH 
FROM  the  TURNPIKE  ENTRANCE,  GO  WEST  about 
500  yards;  TURN  LEFT  at  Sign  "Nev/ton  Falls",  FOL- 
LOW MAIN  ROAD  for  1.2  MILES  to  Stop  Sign.  TURN 
RIGHT  and  continue  on  main  road  for  .8  MILES  to 
the  TRAFFIC  LIGHT.  CONTINUE  STRAIGHT  AHEAD 
for  TWO  BLOCKS  to  QUARRY  ST.  TURN  RIGHT,  a 
half  block  to  any  one  of  the  three  parking  areas. 

MASSES 

Sunday:  6:00,  8:00,  9:30  and  11:30  A.M. 
Saturday:  5:30  P.M. 

Holydays:  5:30  and  8:00  A.M.  and  5:30  P.M. 
Weekdays:  7:30  A.M. 

CONFESSION 
Saturday:   4:00-5:00   P.M.   and   7:00-8:00  P.M. 
Holydays  and  First  Friday  Confessions 
before  all  Masses 
Rectory:  Phone  872-1231 
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